The  Parish  of  Good  Shepherd  is  the  3rd  oldest  of 
National  Catholic  Parishes  in  America.  Founded  by 
Rt.  Rev.  Francis  Hodur.  Present  pastor -Rev.  Sr.  St. 
Szuf  lzdowicz. 
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